RNI No. MAHBIL/ 2009 / 35827 


सत्यमेव जयते 


महाराष्ट्र शासन राजपत्र 
भाग दोन - संकीर्ण सूचना व जाहिराती 


वर्ष ३, अंक २ ] 


गुरुवार ते बुधवार , जानेवारी १२-१८, २०१७ / पौष २२-२८, शके १९ ३८ 


[ पृष्ठे २०, किंमत : रुपये १५.०० 


प्राधिकृत प्रकाशन 


संकीर्ण सूचना व जाहिराती 


जिल्हा परिषद , सिंधुदुर्ग 


वार्षिक प्रशासन अहवाल २०१५-२०१६ 


क्रमांक सिंजिप / साप्रवि / नोंदणी / वाप्रअ / २३२७ / २०१६ 


सिंधुदुर्ग जिल्हा परिषदेचा व तिच्या कार्यक्षेत्रातील पंचायत समित्यांचा सन २०१५-२०१६ चा एकत्रित वार्षिक प्रशासन अहवाल , महाराष्ट्र 
जिल्हा परिषदा व पंचायत समित्या अधिनियम , १ ९ ६१ चे कलम १४२ चे आधारे व महाराष्ट्र जिल्हा परिषदा व पंचायत समित्या, वार्षिक 
प्रशासन अहवाल नियम , १ ९ ६४ व त्यामध्ये वेळोवेळी झालेल्या सुधारणानुसार तयार करणेत आला असून, सदर अहवाल जिल्हा परिषद , 
सिंधुदुर्गचे सर्वसाधारण सभेत ठराव क्रमांक ८१० दिनांक २० ऑक्टोबर २०१६ ने समंत करुन तो दिनांक २१ डिसेंबर २०१६ रोजी प्रसिद्ध 


केला आहे . 


सिंधुदुर्ग, 
दिनांक १७ डिसेंबर २०१६ . 


आर. के . जोशी, 
मुख्य कार्यकारी अधिकारी, 
जिल्हा परिषद, सिंधुदुर्ग . 


(१ ) 


भाग दोन ( संकीर्ण) -१ 
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Serial. No. M - 16304 


IN THE HIGH COURT OF JUDICATURE AT BOMBAY 
ORDINARY ORIGINAL CIVIL JURISDICTION 

COMPANY PETITION No.134 OF 2015 


In the matter of the Companies Act , 1956 ; 


AND 


In the matter of Sections 433 (e ), 434 & 439 of the 

Companies Act , 1956 ; 


AND 


In thematter of Print House (India ) Pvt. Ltd.Having 

their registered office at R /847/2 T.T.C. Industrial 
Area , M.I.D.C , Rabale , Navi Mumbai- 400701 
bearing CIN No. U85110MH1987PTC042166 . 


Landesbank Baden -Wurttemberg , 
a banking Company incorporated 
under the Laws of Germany having 
one of its offices at Am Hauptbahnhof 2 , 
70173 , Stuttgart, Germany. 


Petitioner. 


Advertisement of Petition 


Notice is hereby given that a Petition for the winding up of the abovementioned Company by 
the Hon ble High Court of Bombay was on 23rd December , 2014 presented by the Petitioner 
abovenamed , and the said Petition stands admitted in pursuance of Court Order dated 6th 
December, 2016 , the same is now fixed for hearing before the Company Judge on the 24th January , 
2017 at 11:00 am in the forenoon or soon thereafter . 

ANY CREDITOR , CONTRIBUTORY OR OTHER PERSON desirous of supporting or oppos 
ing the making of an order on the said Petition , should send to the Petitioners or his Advocates at 
his Office address mentioned hereunder, a Notice of his intention signed by him or his Advocate 
with full name and address , so as to reach the Petitioner or his Advocates not later than five days 
before the date fixed for hearing of the Petition and appear at the hearing for the purpose in 
person or by his Advocate . 

A 

copy of the Petition will be furnished by the undersigned to any creditor or contributory on 
payment of the prescribed charges for the same. 

Any affidavit intended to be used in opposition to the Petition , should be filed in Court and a 
copy served on the Petitioners Advocates, not less than five days before the date fixed for the 
hearing . 

Dated this 4th day of January , 2017 . 


For M / S . DHRUVE LILADHAR & CO ., 

Partner 
Advocates for the Petitioner . 


> 


61-62 , Free Press House , 6th Floor , 
215 , Free Press Journal Marg , 
Nariman Point,Mumbai - 400 021 . 
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Serial No. M - 16305 


NOTICE 


FORM NO . 151 


[ See Rule 315 ] 


COMPANIES ACT , 1956 
Members Voluntary Winding -up 


Notice of appointment of liquidator pursuant to section 516 


Name of Company 

: IMPERIAL INVESTMENT ADVISORS PRIVATE LIMITED 
Nature of Business 

: Investment Advisory 
Address of Registered Office : 212 Gala Complex , Gala Industrial Estate, Pandit Dindayal 

Upadhyay Marg , Mulund West Mumbai – 400080 
Name and address of Liquidator : Nilesh A. Pradhan 

Nilesh A. Pradhan and Co. 
Practicing Company Secretary , 
B - 201, Pratik Industrial Estate , 
Near Fortis (WockHardt ) Hospital, 
Mulund Goregaon Link Road, 

Nahur ( W ), Mumbai - 400 078 
Date of Appointment 

: 17th December , 2016 
By whom appointed 

: Members of the Company 


For and on behalf of the Board of Directors of 


IMPERIAL INVESTMENT ADVISORS PRIVATE LIMITED 


SANJAY ARVIND PATKAR , 


Director 


DIN : 00760886 


भाग दोन ( संकीर्ण) -१ अ 


४ 
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Serial No. M - 16306 


UPASANA FINANCE LIMITED 


98 - A , DR . RADHAKRISHNA SALAI, III FLOOR , AURAS CORPORATE CENTRE , 

MYLAPORE , CHENNAI600 004 


NOTICE OF LOSS OF SHARE CERTIFICATES 


Notice is hereby given that the following Share Certificates issued by the Company are stated 
to have lost / misplaced (with or without transfer deeds ) and the registered / bona fide holders 
thereof has applied to the Company for the issue of Duplicate Share Certificates. 


Folio No. 


Certificate 


Distinctive 


Shares 


Name of the Share 

Holder 


Nos. 


Nos . 


6541 


MRS SUDHA PREM GUPTA 


12374 TO 12392 


4233901 TO 4235800 


1900 


6541 


MRS SUDHA PREM GUPTA 


12411 TO 12412 


4237601 TO 4237800 


200 


The public is hereby warned against purchasing or dealing in any way with the above Share 
Certificates . Any person who has any claim in respect of the said Share Certificates should lodge 
such claim with the Company at its registered office at the address given above within 15 days of 
publication of this notice , after which no claim will be entertained and the company will proceed 
to issue Duplicate Share Certificate to issue Duplicate Share Certificates in favour of the regis 
tered holder. 


PLACE : Mumbai 


R. KRISHNAN , 


DATE : January 6 , 2017 


COPMPANY SECRETARY 
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Serial No. M - 16307 


In thematter of the Companies Act, 1956 and 2013 


AND 


AUTOPRO TECHNOLOGIES AND ENGINEERING COMPANY PRIVATE LIMITED 

Registered on 08 May , 2013 


At the Extraordinary General Meeting of the abovenamed company held at Clo Neelman 
Consultants , 35 , Bizzbay, NIBM UNDRI Road , Opp Ahura School, Kondhwa Kd , Pune - 411 048 on 
Tuesday , 3rd day of January, 2017 at 9.30 a.m. IST the following resolution was passed as a special 
resolution : 


“ RESOLVED THAT pursuant to provisions of Section 484 ( 1)(b ) of the Companies Act, 1956 , 
consent of shareholders be and is hereby given for voluntary winding up . 

RESOLVED FURTHER THAT Mrs. Anagha Anasingaraju , Practicing Company Secretary 
(CP No.- 6635 ) be and is hereby appointed as the Liquidator of the Company for the purpose of 
winding up of the company on a remuneration of Rs. 350,000 (Rupees Three lakhs fifty thousand 
only ) . 

RESOLVED FURTHER THAT Mrs. Anagha Anasingaraju , Company Secretary , the 
Liquidator be and is hereby empowered to exercise all powers as provided in Section 512 and in 
sub clauses (i) to ( iv ) of subsection 2 of Section 457 of the Companies Act, 1956 , and do all such 
acts , deeds and things as may be required to be carried out for the purpose of such winding up .” 


Sd / 
BIMAN GANDHI, 

Director . 


DIN : 06512904 
Address : K - 1719 Krishnakeval Township , 
Opp . Rupee Bank , Kondhwa Road , 
Pune 411 048 . 


Date : 03 January , 2017 
Place : Pune. 


६ 


महाराष्ट्र शासन राजपत्र, भाग दोन - संकीर्ण सूचना व जाहिराती, 
गुरुवार ते बुधवार , जानेवारी १२-१८, २०१७ / पौष २२-२८, शके १ ९ ३८ 


Serial No. M - 16308 


FORM NO . 151 


( See rule 315 ) 


COMPANIES ACT, 1956 


MEMBERS (OR CREDITORS ) VOLUNTARY WINDING UP 


Notice by Liquidator of his appointment in Official Gazette 


Under Section 516 and rule 315 


(Date of Incorporation of the Company: 08 May, 2013 ) 
Name of Company: AUTOPRO TECHNOLOGIES AND ENGINEERING COMPANY 
PRIVATE LIMITED 


Date of Incorporation of Company: 08 May , 2013 

Nature of business : Carrying on the business of Front End Engineering Design ( FEED ), 
basic and detailed design , project management , engineering, testing and documentation for state 
of-art process control systems, safety systems, field instrumentation and final control elements 
for green - field as well as brown - field projects for process industries like oil & gas, refineries , 
petrochemicals , chemicals, pulp & paper, power , food & beverages and several others, hardware 
designing , engineering , testing and documentation for central control systems, cabinets, Electrical 
& Instrumentation ( E & I), networking and Supervisory Control & Data Acquisition (SCADA ). 
Address of Registered Office : C /o Neelaman Consultants , 35 Bizzbay, NIBM 

Undri Road, Opp . Ahura School, Kondhwa Kd , 
Pune - 411 038 . 


Name and address of Liquidator 


Mrs. Anagha Anasingaraju Kanjmag & Co , 
Company Secretaries , 1-2 , Aishwarya Sankul, 
S.No. 17, Kothrud , Pune - 411 038 . 


Date of Appointment 
By whom appointed 


: 3rd January , 2017 . 

Members by special resolution . 


Sd / 


ANAGHA ANASINGARAJU , 


Liquidator. 


महाराष्ट्र शासन राजपत्र, भाग दोन - संकीर्ण सूचना व जाहिराती, 
गुरुवार ते बुधवार , जानेवारी १२-१८ , २०१७/ पौष २२-२८ , शके १९ ३८ 


Serial No. M - 16309 


IN THE HIGH COURT OF JUDICATURE AT BOMBAY 


ORDINARY ORIGINAL CIVIL JURISDICTION 


COMPANY PETITION NO. 409 OF 2015 


In the Matter of Companies Act, 1956 ; 


And 


In the Matter of Section 433 ( e ) & 439 of the 

Companies Act, 1956 ; 


And 


In the Matter of M / s . MAESTROS MEDILINE 

SYSTEMS LTD . A Limited Company Registered 
under the Companies Act, 1956 having its 
Registered Office at EL 63, TTC Industrial Area , 
Electronic Zone, Mahape , New Mumbai 400 701 
(INDIA ). The registered CIN number of the 
respondent company is 


L65990MH1972PLC016208 . 


.... Respondent ; 


Mr. Mallichand Choudhary 
(Proprietor of M /s . PROXY SALES ) 
Having its business address at 104 , 
Rajdeep Building, Tara Temple Lane, 
Lamington Road , Mumbai 400 007 . 


Petitioner. 


Advertisement of Petition 


A Petition under section 433 (e) and 439 of the Companies Act, 1956 for the winding up of the 
abovenamed Companywas presented by the Petitioner herein above in the Hon ble Court of Bombay 
on 24th March 2015 as creditor of the company and the said Petition was admitted on 18th November 
2016 now the same is fixed for hearing before the Company Judge on 9th January 2017 at 11-00 
a.m. in the forenoon or soon thereafter . 


Any Person / Creditor and / or Contributory desirous of supporting or opposing the said Petition , 
should sent to the Petitioner or his Advocate at his office address mentioned hereunder a Notice 
of his intention signed by him or his Advocate with full name and address , so as to reach the 
Petitioner or his Advocate mentioned herein under not later than five days before the date fixed 
for hearing of the Petition and appear at the hearing for the purpose in person or by your Advocate. 


८ 
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. 


A copy of the Petition will be furnished by the Petitioner s Advocate on payment of the 
prescribed charges for the same. 


Any affidavit intend to be used in opposition to the Petition , should be filed in Court and a 
copy thereof served on the Petitioner s Advocate, not less than five days before the date fixed for 
hearing . 


Bombay , Dated this 16th day of December 2016 . 


RAKESH M. PIPRODIA , 
Advocates for the Petitioners . 


O.S. Regd . No. 12183 
Enrollment No. Mah/ 3288/ 1999 . 
Birla Mansion, Chamber No. 08, 
Level One , N.M. Road , Kalaghoda , 
Fort , Mumbai 400 001. 
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गुरुवार ते बुधवार, जानेवारी १२-१८ , २०१७/ पौष २२-२८ , शके १ ९ ३८ 
विक्रीकर सहआयुक्त (व्हॅट प्रशा. ) नाशिक विभाग नाशिक , 
विक्रीकर भवन , प्रशांतनगर , पाथर्डीफाटा, नाशिक -१० 

अधिसूचना 
[केंद्रीय विक्रीकर कायदा ( मुंबई) नियम , १९ ५७ च्या नियम ४ अ पैकी पोट-नियम ( ७ ) याप्रमाणे 

क्रमांक नावि /विसआ / आस्था -४ / सी नमुने / अवैध / २०१६ / ब -४५६० 
ज्याअर्थी, व्यापारी मे. नागार्जुन आयुर्वेद , नाशिक . पत्ता- डॉ . बड़े कॉम्पलेक्स , राजेबहाददर हॉस्पिटल समोर , टिळक पथ, नाशिक 
४२२ ००१. केंद्रीय विक्रीकर कायदा, नोंदणी दाखला व्हॅट टिन क्रमांक २७८४००४७२१० सी यांजकडून कळविण्यात आले आहे की , मध्यवर्ती 
विक्रीकर अधिनियम , १९५६ कलम ८ पैकी पोट- कलम ( ४ ) प्रमाणे त्यांना मंजूर करण्यात आलेले घोषणापत्रे नमुना- सी क्रमांक एम एच 
१२/८५२८६३ ( एकूण १ घोषणापत्र सी ) हे गहाळ झाले आहे. त्यांनी स्थानिक वर्तमानपत्र ( इंग्रजी ) टाईम्स ऑफ इंडिया , हुबली, बेंगलोर , 
शनिवार , ०५ मार्च, २०१६ रोजी तशा प्रकारची जाहिरात दिली आहे. 

त्याअर्थी, मी, एच. ए . बाखरे , विक्रीकर सहआयुक्त (व्हॅट-प्रशा) नाशिक विभाग , नाशिक, मध्यवर्ती विक्रीकर च्या नियम ४ अ पैकी 
पोट नियम ( ७ ) अन्वये विहित केलेल्या अधिकारांचा वापर करून असे जाहीर करतो की , सदरहू नमुना सी क्रमांक एमएच . १२/८५२८६३ 
( एकूण १ घोषणापत्र सी ) अवैध ठरविण्यात आले आहे . 


. 


नाशिक , 
दिनांक १३ डिसेंबर २०१६ . 


एच . ए . बाखरे , 
विक्रीकर सहआयुक्त (व्हॅट- प्रशासन ) , 

नाशिक विभाग , नाशिक . 


OFFICE OF THE JOINT COMMISSIONER OF SALES TAX (VAT -ADM .) 

NASHIK DIVISION , NASHIK 


NOTIFICATION 


[Notification under sub -rule (7 ) of rule 4A of the Central Sales Tax (Bombay ) 

Rules , 1957] 


No. ND/ JCST / C - Forms /invalid/ 2016/ B - 4560 


Whereas , it has been reported by M/s . Nagarjun ( Ayurved ), Nashik Add . Dr. Barde 
Complex, Opp . Rajebahadur Hospital, Tilak Path , Nashik- 422 001. Tin Holder No. 27840047210 
C that the declaration referred to in sub - section ( 4 ) of sec. 8 of Central Sales Tax Act, 1956, 
( LXXIV ) of 1956 in form “ C ” issued to them bearing Number MH- 12 / 852863 ( Total 01 
declaration in C forms) have been lost. The Advertisement was given in local news paper 
( English ) Times of India , Hubali, Bangluru , Saturday , 5th March , 2016 . 


I, H. A. Bakhare , Joint Commissoner of Sales Tax , Nashik Division , Nashik in exercise 
of the powers vested in me under sub - rule ( 7 ) of the Rule 4A of CST ( Bombay ) Rules , 1956 
hereby declare that the said declarations in form “ C ” bearing number MH- 12/852863 ( Total 
01 declaration in C forms) should be considered as invalid . 


Nashik , 
dated 13th December 2016. 


H. A. BAKHARE , 
Joint Commissioner of Sales Tax , 

Nashik Division , Nashik . 


भाग दोन ( संकीर्ण) -२ 


गुरुवार ते 


१० 

महाराष्ट्र शासन राजपत्र , भाग दोन - संकीर्ण सूचना व जाहिराती, 
बुधवार , 

जानेवारी १२-१८ , २०१७ / पौष २२-२८ , शके १ ९ ३८ 
BEFORE THE OFFICE OF THE RECOVERY OFFICER 
In the precinct of the Greater Bombay Co -operative Bank Ltd. 
GBCB House , 89 , Bhuleshwar , Mumbai 400 002 

Urgent of Public Interest 
No. GBCB /SAD /RO /SPS /8684 /2016. — In the matter of Cash Credit and Term loan availed by 
the M / s. Savu Developers Pvt . Ltd. and Ors ., engaged in business of execution of civil infrastructure 
contracts of Rs. 120 Lakhs from 26th March 2013 and in the matter of disquieting failure and 
neglect in timely servicing thereof and in the matter of execution of recovery proceedings in 
R. C. Case Nos . 127 of 2014 u /s . 156 of the Maharashtra Co -operative Societies Act, 1960 and Rule 
107 of the Maharashtra Co -operative Societies Rules, 1961, as Arrears of Land Revenue of the 
Government of Maharashtra . 
The Greater Bombay Co - operative Bank Ltd. 

... R.C . Holder Bank 
(Scheduled Bank ) 

V / s . 
1. M / s. Savu Developers Pvt. Ltd. 

... Judgment Debtor 
A / 1 , 1st Floor, Chintamani Complex , 
Above SBI Bank , Babanrao Kulkarni Marg , 
Mulund (E.), Mumbai 400 081. 

Claim Amount Rs. 

1,47,50,337.00 and 
2. Mr. Vijaykumar Manohar Ghuge 

-do. 

further intrest @ 
Flat No.14 , 2nd Floor , Bldg . No. 3, N.M. Joshi 

16 % p.a. 

from 1st 
CHS Ltd., Gavanpada . Mulund (E.), Mumbai 400 081. 

December 2016 
3. Mrs. Suchita Vijaykumar Ghuge 

onwards . 

-do. 
Flat No.14 , 2nd Floor , Bldg . No. 3, N.M. Joshi 

CHS Ltd., Gavanpada . Mulund ( E.), Mumbai 400 081 . 
4. Mrs. Shakuntala Manohar Ghuge 

-do. 
Flat No.14 , 2nd Floor , Bldg . No. 3 , N.M. Joshi 

CHS Ltd., Gavanpada .Mulund (E.), Mumbai 400 081. 
5. Mr. Manohar Kisan Ghuge 

-do. 
Flat No.14 , 2nd Floor , Bldg. No. 3 , N.M. Joshi 
CHS Ltd., Gavanpada . Mulund (E.), Mumbai 400 081. 


Proclamation of Sale 
Whereas, the right, title and interest of the under mentioned immovable property belonging 
to aforesaid Judgment Debtors viz . M /s . Savu Developers Pvt. Ltd. Stands attached in terms of 
the Execution Process dated 8th May , 2014 . 

Whereas, The Ld . Court Commissioner appointed by the Chief Metropolitan Magistrate Court, 
Mumbai has handed , over the physical possession of under mentioned mortgaged property to the 
R.C. Holder Bank on 14th October 2016. The possession of said property is exclusively with R.C. 
Holder Bank . 
Residential Property : Residential Flat No.14 , 1st Floor , 

B Wing, Building No.3 , N.M. Joshi CHS Ltd., 
Gawanpada , Mulund (East), 
Mumbai 400 081. 
Area : Admeasuring 627 Built-up 

Reserve Price : Rs. 84,48,000 . 
Whereas, the aforesaid Residential Flat No. 14 , 1st Floor , B Wing, Building No.3 , N.M. Joshi 
CHS Ltd., Mulund (East), Gawanpada , Mulund (East), Mumbai 400 081, which stands in the name 
of the Judgment Debtor of M /s. Savu Developers Pvt . Ltd. and hence the said property are put for 
auction . 


महाराष्ट्र शासन राजपत्र, भाग दोन - संकीर्ण सूचना व जाहिराती, 

११ 
गुरुवार ते बुधवार , जानेवारी १२-१८ , २०१७/ पौष २२-२८, शके १ ९ ३८ 
Whereas, even though affording ample opportunities to the concerned Judgment Debtors , 
they have shown utter indifferences to discharge the decretal claims; 

Now therefore , the Sale of the said property is hereby notified in exercise the powers 
conferred upon this Recovery Officer u /s . 156 ibid and Rule 107 ibid . 

SALE NOTIFICATION 
1. Inspection of the undermentioned property shall be facilitated on 16th January 2017 
between 11-00 a.m. and 1-00 p.m. Quotation / Tenders / Bids should be addressed to the Recovery 
Officer attached to the Greater Bombay Co - operative Bank Ltd on 6th February 2017 before 
10-30 a.m. at 89, GBCB House . Bhuleshwar, Mumbai 400 002. The terms and conditions of sale 
including prescribed form for bidding can be obtained from the Office of the Recovery Officer on 
payment of Rs. 100 only . 
Residential Property 

Flat No.14 , 1st Floor, B Wing, Building No.3 , N.M. Joshi 
CHS Ltd., Gawan Pada , Mulund (East), Mumbai 400 081 

admeasuring 627 Built up 
2. Such bids shall be opened on 6th February 2017 at 11-00 a.m. in the presence of the Bank 
Officials and bidders at Registered Office of R.C. Holder Bank at 89 , GBCB House ,, Bhuleshwar, 
Mumbai 400 002. The successful bidder shall deposit the 15 % earnest money of bid amount and 
remaining bid amount within a thirty days from the date of acceptance of the offer , failing which 
earnest money deposited is liable to be forfeited . The Decree Holder Bank vis - a - vis Recovery 
Officer , reserves the right to reject all or any tender without assigning any reason whatsoever. 

3 . In case , the successful bidder fails to pay remaining 85 % of the bid amount as mentioned 
in clause 2 above, the earnest money deposited will be stand forfeited . Similarly, if the successful 
bidder fails to pay the full amount within 30 days from the date of auction the amount paid till 
date will stand forfeited . 

4 . All charges, levies, taxes, society dues and / or any other liability / ongoing accrued against 
the property shall be borne by the successful bidder . Present accrued liabilities on the property 
are not known and if any , it will be borne by the successful bidder . 

5 . Offer/ Bid amount lesser than reserve price will not be accepted . 

6 . Successful bidder should carry out due diligence prior to participating in the auction 
proceeding of the property and neither the R. C. Holder Bank nor R. C. Holder Bank in any way 
shall be responsible for any dispute arising there from . Successful Bidder will have to deal it in 
his /her /their own cost and consequences . 

7. All concerned Judgement Debtors of M /s . Savu Developers Pvt. Ltd are hereby informed 
to be present on the auction dated i.e. 6th February 2017 at 11-00 a . m . at Bhuleshwar Office . 

8. Disputes, if any, shall be within the jurisdiction of Mumbai Courts only . 

The stipulation hereinabove laid down shall be binding and abided by without allowance 
whatsoever except with the concurrence of the R.C. Holder Bank vis -a -vis The Recovery Officer , 
which need be noted . 

Given under hand and seal of this office at Mumbai this Friday , 30th December, 2016 . 


SUJAY P. SAWANT, 


The Recovery Officer , 

Co -operative Department, Mumbai, 
Attched with the Greater Bombay Co -operative Bank Ltd., 

JU / s . 156 ( 1 ) of MCS Act and rule 107 ). 


१२ 


महाराष्ट्र शासन राजपत्र , भाग दोन - संकीर्ण सूचना व जाहिराती, 
गुरुवार ते बुधवार , जानेवारी १२-१८, २०१७ / पौष २२-२८, शके १ ९ ३८ 

ठाणे महानगरपालिका , ठाणे 


जाहीर सूचना 


[ महाराष्ट्र प्रादेशिक व नगररचना अधिनियम, १९ ६६ चे कलम ३७ ( १) अन्वये 

क्रमांक ठामपा / शविवि / वियोअंक / १९ ८४ 


• 


ज्याअर्थी, राज्य शासनाच्या नगरविकास विभागाने शासकीय अधिसूचना क्रमांक टीपीएस. १२ ९ ५ / सीआर-२२२ / ९ ४ / नवि -१२, दिनांक 
२८ एप्रिल १ ९९ ५ अन्वये ठाणे शहराच्या प्रारूप विकास नियंत्रण नियमावलीत काही फेरबदल व काही नियमावली वगळून नियमावलीस (यापुढे 
“ उक्त नियमावली ” असे संबोधले आहे) महाराष्ट्र प्रादेशिक व नगररचना अधिनियम, १९ ६६ ( यापुढे “ उक्त अधिनियम " असे संबोधले आहे ) 
अन्वये मंजुरी दिली आहे व सदर नियमावली दिनांक १ जून १ ९९ ५ पासून अंमलात आहे ; 

आणि ज्याअर्थी, ठाणे शहराची सुधारित विकास योजना शासन निर्णय क्र . टीपीएस. १२९ ७/१३१९ /सीआर-१४८ / ९ ७ / नवि -१२ , दिनांक ४ 
ऑक्टोबर १ ९९९ अन्वये मंजूर असून , दिनांक २२ नोव्हेंबर १९९९ पासून अंमलात आली. तसेच सुधारित विकास योजनेतील वगळलेले क्षेत्र 
( Excluded Portion EP) शासन निर्णय क्रमांक टीपीएस . १२०१/ २७४ / सीआर-२८ / २०० ९ / नवि-१२, दिनांक ३ एप्रिल २००३ अन्वये 
मंजूर असून दिनांक १४ मे २००३ पासून अंमलात आली आहे ( यापुढे " उक्त मंजूर विकास योजना ” असे संबोधिले आहे) ; 

आणि ज्याअर्थी, राज्य शासनाच्या नगरविकास विभागाने शासकीय अधिसूचना क्रमांक टीपीएस . १२०३ /१७६९ /सीआर -२७२ / २००४ , 
यूडी-१२, दिनांक २४ ऑगस्ट २००४ अन्वयेविकास नियंत्रण नियमावलीतील फेरबदलास मंजुरी दिली आहे 

आणि ज्याअर्थी, ठाणे महानगरपालिका क्षेत्रात मौजे येऊर व कोलशेत येथील संरक्षण विभागाचे नौदल व वायू दलाची स्थानके ( स्टेशन ) 
आहेत . मौजे कोलशेत येथील संरक्षण विभागाच्या अकबर कॅम्पच्या हद्दीपासून बांधकामाच्या उंचीवर नियंत्रण ठेवण्यासाठी महाराष्ट्र शासनाने 
महाराष्ट्र प्रादेशिक व नगर-रचना अधिनियम , १९६६ चे कलम ३७( २) अन्वये मंजूर विकास नियंत्रण नियमावलीतील नियम क्रमांक ७९ अपेंन्डीक्स 

एन ” मध्ये शासन निर्णय क्रमांक टीपीएस. १२०३/ १२५४ / प्र.क्र . १९ ३ / ०५ / नवि -१२,दिनांक ३० डिसेंबर २००६ रोजी मंजूर केलेल्या फेरबदल / 
नकाशानुसार विशिष्ट रंगाने दर्शविलेल्या पट्ट्यांच्या क्षेत्रात नाविकास क्षेत्र ( Buffer Zone ) व त्यापुढील क्षेत्रातील जमिनीवर विशिष्ट 
मर्यादेपर्यंत इमारतीची उंची अनुज्ञेय आहे; 

आणि ज्याअर्थी, शासनाचे उप सचिव, नगरविकास विभाग , महाराष्ट्र शासन यांचेपत्र क्रमांक CS/TPB ४३०७ /४४ /CR-१५७/ ०७ / 
UD-११, दिनांक २८ जून २००७ च्या पत्रासोबत केंद्र शासनाचे संरक्षण मंत्रालयाचे दिनांक १५ फेब्रुवारी २००७ रोजीच्या अधिसूचनेनुसार 
“ No building or structure shall be constructed , created or erected or no tree shall be planted on 
any land within the limit of 100 meters from the crest of the outer parapet of Indian Air Force 
Station and Installations as given in the Annexure “ A ” to this notification ” ; 


. 


सदर अधिसूचनेतील Annexure “ A ” मध्ये ठाणे महानगरपालिका क्षेत्रातील वायुसेना स्टेशन ठाणे ( कोलशेत) व वायुसेना स्टेशन येऊर , 
कन्हेरी हिल्स या दोन वायुसेना स्टेशनचा समावेश होत आहे; 


आणि ज्याअर्थी, विंग कमांडर, मुख्य प्रशासकीय अधिकारी, एअर फोर्स स्टेशन , ठाणे यांनी दिनांक २९ जून २०१६ चे पत्रान्वये केंद्र शासनाचे 
दिनांक २३ जानेवारी २०१० चे राजपत्रातील Work of Defence Act , १९०३ नुसार १०० मी . क्षेत्राबाहेर प्रतिबंध लागू करणे आवश्यक 
नाही. तरी १०० मी . क्षेत्राबाहेरील बांधकामाबाबतचे प्रस्ताव ना हरकत दाखल्यासाठी या विभागाकडे पाठविण्यात येऊ नये, असे कळविले आहे; 


आणि ज्याअर्थी, ठाणे महापालिका क्षेत्रातील मौजे येऊर व कोलशेत येथील संरक्षण विभागाचे नौदल व वायुदलांच्या स्थानकांच्या हद्दीपासून 
१०० मी . परिसरात ना विकास क्षेत्र व्यतिरिक्त उर्वरित कोणत्याही तरतुदी लागु होणार नाही, अशी ठाणे महानगरपालिकेची धारणा आहे. त्यानुसार 
मंजूर विकास नियंत्रण नियमावलीमधील नियम क्र. ७९ परिशिष्ट “ एन” मध्ये महाराष्ट्र शासनाची अधिसूचना क्रमांक टी.पी.एस. १२०३ / १२५४/ 
प्र.क्र . १९ ३/ ०५ नवि -१२, दिनांक ३० डिसेंबर २००६ अन्वये मंजूर केलेला फेरबदल रद्द करण्याकरिता महाराष्ट्र प्रादेशिक नगररचना अधिनियम , 
१ ९ ६६ चे कलम ३७ अन्वये फेरबदल करणेस मा . सर्वसाधारण ठराव क्र . ३१६ , दिनांक २० ऑक्टोबर २०१६ अन्वये मान्यता दिलेली आहे . 


महाराष्ट्र शासन राजपत्र, भाग दोन - संकीर्ण सूचना व जाहिराती, 

१३ 
गुरुवार ते बुधवार , जानेवारी १२-१८, २०१७/ पौष २२-२८, शके १९ ३८ 
आणि त्याअर्थी, महाराष्ट्र प्रादेशिक व नगररचना अधिनियम, १९ ६६ चे कलम ३७ (१) मधील तरतुदीनुसार मंजूर विकास नियंत्रण 
नियमावतील उक्त फेरबदलाकरिता आम जनतेच्या सूचना/ हरकती मागविणेसाठी ही सूचना प्रसिद्ध करण्यात येत आहे. उक्त विकास नियंत्रण 
नियमावली फेरबदलाचा मसुदा जनतेच्या अवलोकनार्थ सहायक संचालक , नगररचना, ठाणे महानगरपालिका, डॉ . अल्मेडा रोड, पाचपाखडी, ठाणे 
यांचे कार्यालयीन सूचना फलकावर लावण्यात आला आहे. उक्त फेरबदलाबाबत कोणत्याही व्यक्तीस सूचना/ हरकती घ्यावयाची असल्यास त्यांनी 
ही सूचना वृत्तपत्रात व www.tmetp.thanecity.gov.in ह्या वेबसाईटवर आणि महाराष्ट्र शासनाचे राजपत्रात प्रसिद्ध झाल्यापासून ३० 
( तीस ) दिवसांचे आत आपली 

सूचना / हरकत महापालिका 

आयुक्त , ठाणे महानगरपालिका , ठाणे यांचेकडे सादर करावी. 


ठाणे, 
दिनांक ५ जानेवारी २०१७ . 


प्र . ल . गोहिल , 
सहायक संचालक ( नगररचना ), 
ठाणे महानगरपालिका, ठाणे. 


THANE MUNICIPAL CORPORATION , THANE 


Notice 


[U / s. 37 ( 1 ) of Maharashtra Regional and Town Planning Act, 1966 ) 


No. TMC/ TDO/ DPIC / 1984 


Whereas , the Government in Urban Development Department under Government Notification 
No. TPS / 1295 /CR - 222 / 94 /UD - 12 , dated 28th April 1995 have accorded sanction to the draft 
Development Control Regulation with some modifications and differed sanction to some of the 
Regulations (hereinafter referred to as " the said Regulations") under the provisions of Maharashtra 
Regional and Town Planning Act , 1966 (hereinafter referred to as "the said Act" ) and the said 
Regulation have come into force with effect from 1st June 1995 ; 


And whereas, the Revised Development Plan of the city of Thane has been sanctioned by 
Government vide Notification No. TPS / 1297 / 1319 /CR - 148/ 97 /UD - 12 , dated 4th October 1999 and 
came in to force from 22nd November 1999. Also the Excluded Portion (EP ) from Revised 
Development Plan were sanctioned vide Government Notification No. TPS / 1201/ 274 /CR- 28 /2009 
/ UD- 12 , dated 3rd April 2003 and came into force from 14th May 2003 ( hereinafter referred to as 
" The said sanctioned Development Plan ") ; 


And whereas, the Government in Urban Development Department under Government 
Notification No. TPS . 1203/ 1769/CR - 272 / 2004 /UD - 12 , dated 24th August 2004 , have accorded 
sanction to the modification in Development Control Regulations ; 


And whereas, Defence Department Navy and Airforce Station is situated at Moje Yeur and 
Kolshet in Thane Municipal Area . Govenment of Maharashtra sanction Rule No. 79, Appendix 
" N "In DCR as per Notification No. TPS. 1203/ 1254/ CR- 193 / 05 / UD- 12, dated 30th December 2006 , 
for height restriction of construction from Akbar Camp of Defence Department at Moje Kolshet . 
As per sanction modification / Plans No Development Zone ( Buffer Zone) and Specific height from 
land is permissible in specific colour zone. 


भाग दोन ( संकीर्ण) -३ 


१४ 


महाराष्ट्र शासन राजपत्र, भाग दोन - संकीर्ण सूचना व जाहिराती, 
गुरुवार ते बुधवार , जानेवारी १२-१८, २०१७ / पौष २२-२८ , शके १ ९ ३८ 


And whereas , directive given by Government Letter No. CS / TPB /4307/44 /CR - 157/07 /UD - 11, 
dated 28th June 2007 with Central Government, Defence Department Notification dated 15th 
February 2007 " No building or structure shall be constructed , created or erected or no tree shall 
be planted on any land within the limit of 100 metres from the crest of the outer parapet of Indian 
Air Force Station and Installations as given in the Annexure " A " to this notification "; 


Airforce Station , Thane (Kolshet ) and Airforce Station , Yeur , Kanheri Hills both Airforce 
Stations in Thane Municipal Corporation Area is including in Annexure " A " as per Notification ; 


And whereas , no restriction to apply outside of 100 mt. as per Central Government Gazette 
dated 23rd January 2010 Work of Defence Act, 1903. So no constructional proposal send for NOC 
towards Defence Department letter given by Wing Commander , Main Administrative Officer , 
Airforce Station , Thane on 29th June 2016 ; 


And whereas , Thane Municipal Corporation assume no provision apply accept 100 mt. no 
developement zone from Navy and Airfoce Station . So the rule No. 79 Appendix “ N ” in DCR 
sanction by Government Notification No. TPS . 1203/ 1254 /CR - 193/05 / UD - 12 , dated 30th December 
2006 is cancelled . Thane Municipal Corporation , vide Resolution No. 316 , dated 20th October 
2016 has accorded sanction to initiate the process of modification stipulated under section 37 ( 1) 
of Maharashtra Regional and Town Planning Act. 

And therefore, this notice is published inviting suggestions/objections from the public to 
carry out “ The said Modification in said Sanctioned Development Plan ” as per the provisions 
under section 37 ( 1) of Maharashtra Regional and Town Planning Act , 1966. The Notice 
showing said modification in " said Development Control Regulation " is published and displayed 
on the notice board in the Office of Assistant Director , Town Planning , Town Development 
Department, Thane Municipal Corporation , Dr. Almeida Road , Panchpakhadi, Thane . The 
draft of such modification is also published on Thane Municipal Corporation s website 
www.tmctp.thanecity.gov.in . Any person interested may submit his suggestion or objection to the 
said modification within 30 ( Thirty ) days from the publication of this notice in Maharashtra 
Government Gazette to the Municipal Commissioner, Thane Municipal Corporation , Thane . 


Thane , 
dated 5th January 2017 . 


P.L. GOHIL , 
Asstt. Director ( Town Planning ), 
Thane Municipal Corporation , Thane. 


१५ 


महाराष्ट्र शासन राजपत्र , भाग दोन - संकीर्ण सूचना व जाहिराती, 
गुरुवार ते बुधवार, जानेवारी १२-१८ , २०१७/ पौष २२-२८ , शके १ ९ ३८ 

MUMBAI PORT TRUST 
TRAFFIC DEPARTMENT, AUCTION SALE BRANCH 

Notice of Sale 


No. TM /SW 14-1/ X /9717 / 2014-15 . 


The undermentioned goods laying uncleared for over two months from the date of landing 
will be sold by e- Tender cum e- Auction sale on 30th January 2017 or on any other subsequent 
date in conformity with the Provisions of Section 61 and 62 of Major Port Trusts Act, 1963, if the 
goods are not cleared within ten days from the date of this Notice . 

No. and kind of Pkgs . , Contents and to whom consigned 


. 


.. 


Lying at NSWH3 ( AC / 00981 ) 

1 CIN 
MEASURING TAPES 
Con .: NOBLE ART & CRAFT 
FORBES SEA CONSORTIUM INDIA PVT LTD 
MARITIME SERVICES PVT . LTD . 
Lying at NSWH ( AL / 00292 ) 

702 PKG 
EASY SPIN MOP , CARDBOARD PACKING MATERIAL FOR SPIN MOP , CHILDREN CHAIR , REXIN BELTS , 
COTTON BELTS , EVA PUZZLE MATS , TRAMPOLINE & ENCLOSURE , COLOUR PALETTE WITH PAINT 
BRUSH 
icon .: MP TRADING 
SHAHI SHIPPING LID 
Tying at 2STP ( AM / 00030 ) 

1 CON 
MINIATURE GARDEN ACCESSARIES 
Con .: AAKRITI NURSERY 
SHAHI SHIPPING LTD . 
Lying at 2STP ( AM / 00081 ) 

5 PKG 
SPARES FOR WELL SERVICES 
icon .: OIL AND NATURAL GAS CORPORATION LTD . 
WORLDGATE EXPRESS LINES ( I ) P.LTD . 
Lying at 1STP ( AM / 00082 ) 

5 PLT 
THERMAL LAMINATED FILM 
Con .: COSMO FILMS LIMITED 
TOTAL TRANSPORT SYSTEMS PVT.LTD . 
Lying at : 1STP ( AM / 00100 ) 

3 PKG 
STEEL BARS 
Con . : FRIENDS INTERNATIONAL 
TEAMGLOBAL LOGISTICS PVT LTD . 
Lying at 1STP ( AM / 00101 ) 

1 BOX 
WOODEN HANDICRAFTS 
con . : ATPUTHARAJ CARULRAJ 
EMU LINES PVT . LTD 
Lying at 2STP ( AM / 00103 ) 

1 PKG 
BUDDHA STATUE 
icon . : WAT LUMBINI BUDDHA VIHARA 
MAC - NELS CONTAINER LINES 
Lying at 1STP ( AM / 00104 ) 

2 CON 
DEFECTIVE TINPLATE 
Con .: SRIKRISHANA INDUSTRIES 
ISAMUDERA SHIPPINIG LINE ( I ) PVT LTD . 
Lying at : 2STP ( AM / 00107 ) 

11 CTN 
DEFECTIVE TRANSMITTER RECEIVER 
Con . : MAESTROS MEDILLINE SYSTEMS LTD 
MAC - NELS CONTAINER LINES 
Lying at 1STP ( AM / 00110 ) 

1 CAS 
SSB FORMING FABRIC 
Con .: SHREE RAMA NEWSPRINT LTD 
TOTAL TRANSPORT SYSTEMS PVT.LTD . 
Lying at : 2STP ( AM / 00111 ) 

100 PKG 
BELTS (REXIN TYPE ) WO BUCKLE 
Con .: S.P.TARDERS 
WORLDGATE EXPRESS LINES ( I ) P.LTD . 


: 
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NO . and kind of Pkgs . , Contents and to whom consigned 


. 


Lying at WUPY ( 00/02428 ) 

2 PIPES 
IRON & STEEL PIPES 
Icon .: * NOT KNOWN * 
CONSOLIDATED CARGO SERVICES . 


Total Lots 


13 


TRAFFIC MANAGER 


Serial No. M - 16310 


NOTICE 


BAYER CROPSCIENCE LIMITED 


REGD OFFICE : Bayer House , Central Avenue , Hiranandani Estate , Thane ( W )-400 607 

Notice is hereby given that certificates for the under mentioned securities of the Company 
have been lost/misplaced and the holder( s ) of the said securities/applicant( s) has applied to the 
Company to issue duplicate certificates . 

Any person who has a claim in respect of the said securities should lodge such claim with the 
Company at its Registered Office within 15 days from this date , else the Company will proceed to 
issue duplicate certificate without further intimation . 


Name of the Holder 


No. of Securities 


Distinctive Nos . 


Kind of Securities 
and Face Value 


200 


9165621-9165820 


Vijayanti Bhalchandra Oak Equity shares of 
( Deceased ) 

Rs. 10 each 


Place : Mumbai, 


dated the 6th January 2017 . 


JANHAVI ACHARYA . 
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THE BRIHAN MUMBAI ELECTRIC SUPPLY AND TRANSPORT UNDERTAKING 

( OF THE BRIHAN MUMBAIMAHANAGARPALIKA ) 


ABSTRACT OF RECEIPTS AND EXPENDITURE 
FOR THE MONTH ENDING 31 ST DECEMBER 2015. 


No.CA/Ch.AA(1)/1741/2017 


RECEIPTS 


REVISED GRANT 


AMOUNT 


DISBURSEMENT 


REVISED GRANT 


AMOUNT 


BALANCE AS ON 1ST APRIL 2015 


1000001 


-1999396839 


A :- REVENUE ACCOUNT 
ADMINISTRATION 
ELECTIC SUPPLY 
BUSES 


2001374000 
38109644000 
25327067000 


1148376492 
26669937079 
16972959616 

0 


201600000 
51031100000 
15743850000 


A :- REVENUE ACCOUNT 
GENERAL ADMINISTRATION 
ELECTRIC SUPPLY 
BUSES 
CONT. TOWARDS INTERNAL FUND 
OTHER APPROPRIATIONS 
STATUTORY TRANSFER TO MUN . FUND 
GENERATION OE ELECTRICITY FUND 
CLOSING BALANCE 


153658019 
38484701744 
10830800672 


0 


0 


0 


100000 


0 


TOTAL :-A 


66976550000 


49469160435 


TOTAL :-A 


65438185000 


44791273187 


B :- CAPITAL ACCOUNT 

LOAN RECEIPTS 
INTERNAL RESOURCES 
OTHER ITEMS 


1360264000 
1401641000 

0 


18753442633 

0 
0 


B :- CAPITAL ACCOUNTS 
GENERAL ADMINISTRATION 
ELECTRICL SUPPLY 
BUSES 
LOAN REPAYMENT 
OTHER ITEM 


40052000 
1906684000 
815169000 

01 
01 


10808359 
760571603 
340725315 
168326912431 


0 


TOTAL :-8 


2761905000 


18753442633 


TOTAL : B 


2761905000 


17944796520 


0 


0 


0 


0 
0 


34271996 
11500000 


0 
239818875 
62500000 


0 


C :- OTHER ACCOUNTS 
1. SINKING FUND 
2.SPECIAL AND INTERNAL FUNDS 
3.SINKING SPECIAL,INTERNAL FUND 

INVESTMENT 
4.SUSPENSE ACCOUNTS 
I.DEPOSITS 
II.STORES ACCOUNT PURCHASES 
HI.MISCELLANEOUS 


C :- OTHER ACCOUNTS 
1. SINKING FUND 
2.SPECIAL AND INTERNAL FUNDS 
3.SINKING SPECIAL INTERNAL FUND 

INVESTMENT 
4.SUSPENSE ACCOUNTS 

I.DEPOSITS 
UL.STORES ACCOUNT PURCHASES 
M.MISCELLANEOUS 


0 


0 


0 


435649984 
5731697609 
208528437307 


0 


315182577 
5639286266 
210989678799 


0 


0 


TOTAL :-C 


0 


214741556896 


TOTAL :-C 


0 


217246466517 


D :-BALANCE AS ON 31-12-2015 


0 


982226901 


GRAND TOTAL 


69738555000 


280964763125 


GRAND TOTAL 


68200090000 


280964763125 


SHRI A. H. BADGUJAR 

1 ) SHRI DILIP MARUTI KADAM 
MUNICIPAL CHIEF AUDITOR 

2 ) SHRI RANJAN VINAYAK CHOUDHARY 

COMMITTEE MEMBERS . 
(SUBMITTED BY CHIEF ACCOUNTANT , BEST UNDERTAKING , PARIVAHAN BHAVAN , COLABA .) 


Mumbai, 


dated 9th January , 2017 . 
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THE BRIHAN MUMBAI ELECTRIC SUPPLY AND TRANSPORT UNDERTAKING 

( OF THE BRIHAN MUMBAI MAHANAGARPALIKA ) 


ABSTRACT OF RECEIPTS AND EXPENDITURE 
FOR THE MONTH ENDING 31 ST JANUARY 2016 . 


RECEIPTS 


REVISED GRANT 


AMOUNT 


DISBURSEMENT 


REVISED GRANT 


AMOUNT 


BALANCE AS ON 1ST APRIL 2015 


100000 


-1999396839 


A :- REVENUE ACCOUNT 
ADMINISTRATION 
ELECTIC SUPPLY 
BUSES 


1291655931 
29099592242 
18927151853 


201600000 
51031100000 
15743850000 


2001374000 
38109644000 
25327067000 

0 


A :- REVENUE ACCOUNT 
GENERAL ADMINISTRATION 
ELECTRIC SUPPLY 
BUSES 
CONT. TOWARDS INTERNAL FUND 
OTHER APPROPRIATIONS 
STATUTORY TRANSFER TO MUN . FUND 
GENERATION OE ELECTRICITY FUND 
CLOSING BALANCE 


172551559 
42087910857 
12044412720 


0 


0 


0 


0 


0 

0 
100000 


0 


TOTAL :-A 


66976550000 


54304875136 


TOTAL :- A 


654381850001 


49318400026 


18756042699 


B :- CAPITAL ACCOUNT 
LOAN RECEIPTS 
INTERNAL RESOURCES 
OTHER ITEMS 


111831301 


1360264000 
1401641000 

0 


829692100 


B :- CAPITAL ACCOUNTS 
GENERAL ADMINISTRATION 
ELECTRICL SUPPLY 
BUSES 
LOAN REPAYMENT 
OTHER ITEM 


40052000 
1906684000 
815169000 

0 


0 


356608003 
19338483700 


0 


0 


TOTAL :-B 


2761905000 


18756042699 


TOTAL :: B 


2761905000 


20535966933 


0 


0 


ol 


0 
37993595 
12500000 


0 


0 
279062485 
64500000 


이 


0 


C :- OTHER ACCOUNTS 
1. SINKING FUND 
2.SPECIAL AND INTERNAL FUNDS 
3.SINKING,SPECIAL, INTERNAL FUND 

INVESTMENT 
14.SUSPENSE ACCOUNTS 

I.DEPOSITS 
11.STORES ACCOUNT PURCHASES 
III.MISCELLANEOUS 


C :-OTHER ACCOUNTS 
1. SINKING FUND 
2.SPECIAL AND INTERNAL FUNDS 
3.SINKING, SPECIAL INTERNAL FUND 

INVESTMENT 
4.SUSPENSE ACCOUNTS 
I.DEPOSITS 
HI.STORES ACCOUNT PURCHASES 
III.MISCELLANEOUS 


0 


0 


457905877 
62729441511 
229703256151 


0 


342938711 
6136994575 
230730953954 


0 


이 


TOTAL :-C 


0 


236484599774 


TOTAL : 


0 


237554449725 


D :-BALANCE AS ON 31-01-2016 


0 


137304086 


GRAND TOTAL 


69738555000 


307546120770 


GRAND TOTAL 


68200090000 


307546120770 


SHRI A. H.BADGUJAR 

1 ) SHRI DILIP MARUTI KADAM 
MUNICIPAL CHIEF AUDITOR 

2 ) SHRIRANJAN VINAYAK CHOUDHARY 

COMMITTEE MEMBERS. 
( SUBMITTED BY CHIEF ACCOUNTANT , BEST UNDERTAKING , PARIVAHAN BHAVAN , COLABA.) 


Mumbai, 


dated 9th January , 2017 . 
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THE BRIHAN MUMBAI ELECTRIC SUPPLY AND TRANSPORT UNDERTAKING 

( OF THE BRIHAN MUMBAI MAHANAGARPALIKA ) 


ABSTRACT OFRECEIPTS AND EXPENDITURE 
FOR THEMONTH ENDING 29 th FEBRUARY 2016 . 


RECEIPTS 


REVISED GRANT 


AMOUNT 


DISBURSEMENT 


REVISED GRANT 


AMOUNT 


BALANCE AS ON 1ST APRIL 2015 


100000 


-1999396839 


A :- REVENUE ACCOUNT 
ADMINISTRATION 
ELECTIC SUPPLY 
BUSES 


2001374000 
38109644000 
25327067000 

0 


201600000 
51031100000 
157438500001 


A :- REVENUE ACCOUNT 
GENERAL ADMINISTRATION 
ELECTRIC SUPPLY 
BUSES 
CONT. TOWARDS INTERNAL FUND 
OTHER APPROPRIATIONS 
STATUTORY TRANSFER TO MUN . FUND 
GENERATION OE ELECTRICITY FUND 
CLOSING BALANCE 


174463734 
45554956012 
13189872445 


1429935353 
31140578780 
20771460603 

0 
0 


0 


0 


0 


0 


0 
0 


100000 


TOTAL :- A 


66976550000 


58919292191 


TOTAL :- A 


65438185000 


53341974736 


18756042699 


B :- CAPITAL ACCOUNT 
LOAN RECEIPTS 
INTERNAL RESOURCES 
OTHER ITEMS 


1360264000 
1401641000 

0 


0 


B :- CAPITAL ACCOUNTS 
GENERAL ADMINISTRATION 
ELECTRICL SUPPLY 
BUSES 
LOAN REPAYMENT 
OTHER ITEM 


40052000 
1906684000 
815169000 

0 


0 


11487491 
957741883 

388273884 
21497053633 

이 


0 


TOTAL - B 


2761905000 


18756042699 


TOTAL :- B 


2761905000 


22854556891 


0 


0 


0 


0 


이 
0 


41621524 
13500000 


이 
306636224 
64500000 


0 


C :- OTHER ACCOUNTS 
1. SINKING FUND 
2.SPECIAL AND INTERNAL FUNDS 
3.SINKING , SPECIAL INTERNAL FUND 

INVESTMENT 
4.SUSPENSE ACCOUNTS 
I.DEPOSITS 
11.STORES ACCOUNT PURCHASES 
H.MISCELLANEOUS 


C :-OTHER ACCOUNTS 
1. SINKING FUND 
2.SPECIAL AND INTERNAL FUNDS 
3.SINKING ,SPECIAL,INTERNAL FUND 

INVESTMENT 
4.SUSPENSE ACCOUNTS 

I.DEPOSITS 
11.STORES ACCOUNT PURCHASES 
HI.MISCELLANEOUS 


0 


490717293 


0 


362741210 


0 
0 


7059835875 
249847867211 


6847827393 
251237785800 


0 


TOTAL :-C 


0 


257453541903 


TOTAL :-C 


0 


258819490627 


D :-BALANCE AS ON 29-02-2016 


-1886542300 


GRAND TOTAL 


69738555000 


333129479954 


GRAND TOTAL 


68200090000 


333129479954 


SHRI A. H. BADGUJAR 

1) SHRI DILIP MARUTIKADAM , 
MUNICIPAL CHIEF AUDITOR 

2 ) SHRIRANJAN VINAYAK CHOUDHARY 

COMMITTEE MEMBERS. 
(SUBMITTED BY CHIEF ACCOUNTANT , BEST UNDERTAKING , PARIVAHAN BHAVAN , COLABA.) 
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PUBLIC TRUSTS REGISTRATION OFFICE 
GREATER MUMBAI REGION , MUMBAI 
Public Notice Of Inquiry 

Amalgamation Application 
ACCI/66 / 2016 . 
filed by Mr. Dinesh R. Jain 
In the matter of , 
“ Cipla Foundation ” 
PTR.No. E- 28004 (Mumbai) and 
“ Cipla Public Charitable Trust" 

P.T.R. No. E - 10498 (Mumbai). 
WHEREAS , the trustees of the above trust have filed an Amalgamation Application under 
Section 50A ( 2 ) of the Mumbai Public Trust Act , 1950 for bringing the below described movable 
properties on the record of the Cipla Foundation Trust and inquiry is to be conducted by the 
Assistant Charity Commissioner, Greater Mumbai Region , Mumbai, viz . 

1. Whether this movable property is the property of the trust and could be registered in the 
trust name - Cipla Foundation 


Description of the Movable Property 


DEPOSIT 


SAVING A / C 


INTEREST 


TOTAL 


NAME OF THE 

BANK 


ICICI 


8215161.47 


8215161.47 


211613.50 


... 


211613.50 


INDIAN 
OVERSEAS 


23767631.95 


18896.95 


23786528.9 


... 


KOTAK 
MAHINDRA 


32213303.87 


AXIS 


34464.80 
1074473.65 


ICICI 


1108938.45 


ICICIFD 


3575045.00 


272605 


3847650.00 


This is to call upon you to submit your objection if any, in the matter before the Assistant 
Charity Commissioner ( 1), Greater Mumbai Region , Mumbai at the above address within 30 days 
from the date of publication of this notice . 

If no such submissions of objections are received within the prescribed time limit, it will be 
presumed that nobody is interested in this matter and does not want to submit any say or objection 
and in that case the matter will be proceeded further and orders will be passed on merit , ex -parte. 

Given under myhand and the seal of the Charity Commissioner , Maharashtra State ,Mumbai. 
This 17th Day of the Month of December 2016 . 


VIJAY PADWAL , 

Superintendent ( J ), 
Public Trust Registration Office, 
Greater Mumbai Region , Mumbai. 
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